Volume Index—1983 


This index serves as a ready reference to RSC articles and 
product announcements published from January through 
December 1983. The figure following the date of issue refers 


AB 


Ammonia System—Energy Recovery 
Atlantic City Seminar— 
A Satisfying Success 
Atlantic City Show Report— 
Over 26,500 Visit the Expo Mar-22 
Automatic Air Balancing 


Mar-49 


Bank Saves Dollars Despite 
Increased Power Needs ..Jan-11 


c 


Catalogs '83—Manufacturers’ 
Literature Section 
Catalogs '83—Addendum 
Charter Advertisers Tie the 
Past to the Future 
Charter Members .. . 
Two Industry Giants 
Chemicals for System Efficiency 


Chillers & Condensers— 
Motel Retrofit 

The Contact Lens Story— 
A Second Look 


D-E 


Determining Heat Pump System 
Charge, By James Kamm _ .Jun-13 

Domestic and Commercial Heat 
Recovery, By C. W. Erlandson 


Environmental Control Supermarket 
Opening In Atlantic City ..Jan-16 


F 


Father & Son In Business, By Frank M. 
Butrick 

Fiftieth Anniversary Conference 
Registration 

Filter/Driers—A 
Retrofit Tool 

For 50 Years RSES Has 
Proved Its Value to 
the Industry 


The Harry Alter Co. Celebrates 
its 50th Anniversary 
Heating: Servicing/Installing Tips 
Se 





to the page number. 


Heat Pump Retrofit 

Heat Pumps Replace Aging 
Rooftop Units 

Heat Recovery 

‘Here's to RSES'’—International 
Presidents Toast the Society 


Instruments Showcase 

Is There A Computer In Your Future?, 
By William Joseph 

It's Not All Entertainment at Walt 
Disney World, By Willis Stafford 
CM 


It's That Time of Year Again, Part 
A—Chemicals for System 
Effciency, By Jerry Campbell 


It's That Time of Year Again, Part 
B—Checking It Out Before 
Startup, By E. C. Warner CMS 


Keeler’s Business Briefs (By John A. 
Keeler)—‘After Dispatch, What 
Then?’ 

Inventory Control 
Unapplied Time 


Largest HVAC&R Regional Exposition 
Expected 

Leak Detectors: Problems & Solutions, 
By TIF Instruments 

Leases: Watch Out for the Pitfalis, By 
William Joseph 


MSAC Hot Line: 
Adjusting the Expansion Valve 


Capillary Tube Systems _ . .Feb-23 
Ceiling Discoloration ....May-24: 


Centrifugal Chiller 
Cleaning the System 
Combustion Analysis 
Commercial Pumpdown .. 
Compressor Efficiency 
Condensing Unit Wiring .. 
Corrosive Fumes 

Covering A/C Units 


Drier Loop Application ...Mar-40 





Ductwork Insulation 
Dye Mixed With Refrigerant 


Effect of Refrigerant Mix ..Mar-37 
Electrical Circuits 

Electric Heating 

Electric Resistance Heat 


First Aid 
Furnace Efficiency 


Gas Quality 
Gas Valve Amperage 


Head Pressure Control ... 

Heat Pump Modification . Feb-23 

High Discharge Pressure .Mar-40 
Feb-24 


Ice machine Operation ...Apr-23 
Insulating Chilled Water Lines 


Motor Rotation 
Motors and Controllers .... 


Oi! Differences 
Oil Failure Switches 
Operating Sequence 


Package A/C Units 
Pressure Control Settings 


Recharging Formula 
Recovering Refrigerant ... 
Replacing Seals 

Rooftop Unit 


Setback Thermostat 

Snow Removal 

Solid to Vapor 

Split Condensing Unit .... 
Static Pressure 

Surface Condensation 
System Protection 

System Reliability ...... 


Temp/Pressure Charts .... 
Time Module 
Troubleshooting Defrost .. 
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Using Relays to Prove 


Vacuum Pump Capacity . .Aug-33 
Water Treatment 


You Be the Expert 


New Products: 
Acid Test Kit 
AC Motors 
Air Balancing Hood 
Air Balancing Meter 
Air Foil Fans 
Air Handlers 


Air Velocity Meter 

Amperage Extender 

Angle Valves 

Automatic Thermostat ....Aug-49 


Balancing Valves 
Blowers 

Boiler Control 
Btu Meter 


Capacitive Level Control 


Capacitor Analyzer 
Centrifugal Pumps 
Charging Meter 
Charging Stations 

Clamp Meter 

Cleaner and Degreaser . 
Clock Thermostat 
Closed-Loop Cooler 

Coil Cleaner 


Compressor Analyzer 

Compressor Protection ... .Apr-7; 
May-8 

Condensate Drain 

Control Module 


Control Package 


Deadband Thermostat 
Defrost Control 
Degreaser Solvent 
Digital Multimeter 
Digital Multitester 
Drain Heaters 

Dual Fuel Burner 

Dual Purpose Tester 
Duct Tape 


.. Sep-11 


Electronic Sightglass 
Electronic Thermometer ... 
Environmental Control 
Energy Audit Tool 


Energy Control System ...May-11 


Freezer Limit Controller ....Jan-4 


Gas Detector 
Gas-Fired Boiler 
Gas-Fired Boilers 
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Gas Furnace 


Halogen Leak Detector 
Hand Torch 


Heat Exhanger 


... Apr-6 


Heating/Cooling Unit 
Heat Pump 


Heat Pump Water 
Heater 

Heat Recovery 

Heat Sinks 

Hermetic Analyzer 

High Vacuum Pump 

Humidity Controls 

Hygrometers 


Ice Cuber 
Ignition Control Parts 


Industrial Damper 
Insulation Tester 


Leak Detector 

Liquid Line Cores 
Liquid Line Stabilizer 
Load Calculation 
Load Scheduler 


Machine Leveler 
Magnetiser 
Merchandiser 


Mini-Switch 
Monitors & Alarms 
Motors 
Multi-Probe-Meter 
Multi-Purpose Brush 
Multitester 


Off-Road A/C 
Oil Level Control 


Packaged Boiler 
Pick-Up Enclosures 
Pipe Compound 
Pipe Freezing Kit 
Portable Air Cleaner 
Power Meters 
Pressure Controls 
Pressure Regulator 


Programmable Thermostat .Nov-4 
Protective Device 


Refrigerants 
Refrigerant Pump 


Rotary Hammer 


Scale Remover 
Setback Controls 
Setback Thermostat 
Shut-Off Valves 





Solar Collectors 
Solar Pump 

Soldering Alloys 
Solenoid Valves 


Split System 

Stackable Cube Maker .... 
Strainer Filters 

Switches 

Systems Tracer 


Temperature Controls 


Temperature Tester 
Test Instruments 
Thermostatic Control 
Two-Way Radio 


Unitary Fans 
Utility Boxes 
Utility Meter 


Vacuum Pump 
Vacuum Pump Oil 
Volt/Amp/Ohmmeters 


Warm Air Furnace 
Water Source Heat Pump 


Off-Peak Thermal Storage Makes the 
Sale For This Certificate Member 
Specialist, By H. David Mitchell 


Refrigeration Service & 
Contracting In The 
‘Good Old Days’ 

Relays 

Retrofit Cooler Doors 

Retrofit Directory 

Retrofit Is Still the 
Answer 

RSC Presents a Sampling of 
the Latest Small Business 
Computers 

RSC/RSES—50 Years 
of Teamwork 

RSE/RSC—A Book of 
Memories 

RSES Establishes an 
Educational Foundation .. .Oct-53 

RSES 46th Annual International 
Conference 

RSES International Presidents, 
1933-1983 

RSES News Items: 

ASHRAE Officers Visit 
RSES Headquarters 

Atlantic City Seminar A 
Satisfying Success 


Jun-41 


.. .Mar-49 





Bill DeFulvio Receives 
Imperial Award 


Canada’s Atlantic Discovery 


Carrier President To Be 
50th Anniversary Conference 
Keynoter 

CARSES/Cal-Poly Hold 
Silver Anniversary Workshop 


CARSES Seminars 
Cleveland Chapter Holds 
Electronic Controls Seminar 


Come to Louisville And 
Enjoy Our Blue 
Grass Hospitality 
Constitution and Bylaws 
Proposed Amendment 


The Contact Lens Story: 
A Second Look 


Forty-Sixth Annual RSES 
Conference 


Garden State Chapter 
Service Seminar 
George Weaver is MARA 

Student of the Year 


Golden Anniversary Conference 


Here’s the Program For 
The 50th Anniversary 
Conference 

Horseshoe Curve Chapter 
Hosted The 20th 
EKA Conference 


lowa State Assn. Meets 
On the Banks Of the 
Mississippi 

lowa State Association 17th 


Annual Seminar Mar-43 


Joseph Nolet Fund, The ..Dec-43 


Kansas City Chapter To 
Sponsor Seminar On 
Servicing Heat Pumps 


Lake Erie Chapter Hosts 
Buckeye State Conference 


Life Members 
Louisville Gears For 50th 
Anniversary Conference 


March Is Certificate 


Examination Month ..Mar-41 





Minot Hosts the Upper 
Midwest Regional Association 


NESA Holds 36th 
Conference 
NESA To Hold 36th 


Paid to Widow of RSES Member, 
$250,000 Dec4 

Philadelphia Hosts Servicing 
Seminar 


RSES Enters Its Golden 
Anniversary Year 

RSES Establishes An 
Educational Foundation 


... Jan-35 


Conference 

RSES Members Get Free 
Insurance 

RSES Membership Saves 


Safety Warning—Contact 
Lens Hazard 

San Fernando Chapter 
Hosts Seminar 

Sasso Addresses SWRA 


Sasso’s Report to the 
Board of Directors 
SEC And Its Goals 


. ..Aug-40 


Solid State Training 
Program Now Available 


Southwest Michigan Chapter 
Holds Seminar 

St. Louis Hosts Air 
Distribution Seminar . 


TIF Joins ARI 
Tippecanoe Honors Roger 
Corson 
Trane CAC, Inc. Expands 
Heat Pump Facility . . .Oct-60 


University Chapter Honors 

Robert L. Jackson ...Nov-32 
Using the Airways To 

Make Your Chapter 


Warner CMS, E. C. 
“Chuck,” Named RSES 
Gen’'l Manager 

West Coast Compressor 
Seminars Draw Large 
Audiences 

Bob White Addresses 
Chesapeake Chapter .Jan-42 


RSES 1983 Census of 
Membership 





RSES Operating Statement and 


Meeting Minutes 
The Service Technician Is 
The Front-Line Salesman 


William Joseph 
Simulations Help Test Setback 
Thermostat, By Ronald Benton 


Solar '83: A Buyers’ 
Guide to the Newest 
Solar Products 

Solar Reality—A Unique 
‘No Storage’ System 

Solar Reality—tt's Time 
To Think Big 

Solar Reality—Taking a 
Closer Look 

System Efficiency 

TU 


Troubleshooting, By Joe Ammons CM 


Chapter 7 
Chapter 8 


Using Recorders To Determine System 
Efficiency, By Carl Geist . Sep-20 


cash management 


continued from page 32 





* Volcanic ash from Mount St. Helens 
clogged our check writing machine. 


¢ Our computer lost our accounts 
payable file and we didn't know what 
we owed. 


¢ Our computer is “off line,” but we're 
working on it. 


Actually, as far as creative excuses 
are concerned, these rate no better 
than average. Chances are that the 
files of the average refrigeration con- 
tractor could unfold a much more col- 
orful display. 


While cash management may appear 
to be far removed from the practical 
concerns for running your business, it 
is in fact among the most important of 
management skills. A few minutes a 
day spent in reviewing your own pro 
gram may well provide a healthy boost 
to your bottom line. 
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